repeated that the two places were shot separately and again
asked Deel to agree with him, but Deel states that he reiter-
ated that he would not lie for anyone (Tr. 27).

Strength recalled that Deel had said "The conditions are
there and the evidence shows it; there's no need to lie about
this" (Tr. 1051), but Strength did not recall whether Deel's
statement was made in reply to any statement or question by any-
one else.  Additionally, Strength recalled that Stiltner said
that he was unaware that the condition existed (Tr. 1051) .

Deel additionally alleged that he was "right over from
Fields" when he fired the two shots at once and that he knows of
his own knowledge that Fields shot both places at once (Tr. 27).
Deel, however, did not tell the inspector that he had seen Fields
shoot both places at once (Tr. 1091}.  The inspector did not re-
call hearing Stiltner try to persuade Deel to agree with him that
the places had been shot separately.  Stiltner testified that
Strength rolled up the wires and took them with him as evidence
in the event DOW contested the citing of a violation of section
75.1303 (Tr. 885)^  The inspector kept the wires until after DOW
had paid the proposed penalty for the violation and then dis-
carded the wires (Tr. 1053-1054).  When the inspector asked
Fields if he had fired both places at once, Fields stated that
they had been fired with separate cables, but the inspector told
Fields that he could not agree with Fields because of the way
the wires were tied together (Tr. 1052) .

Deel called Kyle Turner as a witness to corroborate Deel's
contention that he had upset Stiltner by refusing to agree with
Stiltner that the two places had been shot separately.  Kyle
claims to have walked by an intersection on May 5 and to have
seen the inspector, Stiltner, and Deel standing in a heading and
heard Stiltner asking Deel to try to go along with Stiltner in
claiming that the two shots were fired separately, but Turner
said that Deel refused, saying that the inspector could see from
the physical evidence that both places had been fired at once
(Tr. 286).  Turner, however, could not recall where he was when
he heard the alleged conversation and could not recall what he
was doing (Tr. 287).  Deel's counsel tried to establish on cross-
examination that Stiltner was wrong in saying that Turner was
engaged in setting temporary supports or safety jacks in the No.
4 heading during the time they were inspecting the No. 7 heading
where the double shots were fired.  Stiltner agreed that sup-
plies are stored in the vicinity of the No. 7 heading but con-
tinued to insist that Turner had no reason to be near the place
where the double shots were alleged to have been fired (Tr. 1011}

There' are at least two reasons for doubting Turner's claim
that he heard Stiltner trying to persuade Deel to agree with
Stiltner that the shots had been fire'd separately.  First, it is
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